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information has bean received that in March 1948 a monthly production 
quota of 10,000 Gainer counters was imposed on the Pressler AC by the 
Russians. Actual delivery of Geiger counters 'ey the fire to the Rus- 
sians has been on a much smaller scale, Fran the tins when delivery 
first began until nid-tJay 1948, the film supplied about 1,000 Geiger 
counters to the Russians. The production capacity of the fire is nuoh 
higher than this, although its production of Geiger counters is authen- 
tically hampered ly a shortage of potassiunr-free glass. The fires kow- 
ovor, lias also given a more or less false explanation of the low delivery 
.figures to the Russians, namely, the shortage of platinum. .Actually, 
platinum i a not indispensable because it can bo replaced by other ratals, 
euoh as molybdenum or nickel-plato iron. 




The Geiger counters produced by the Proasler AG are provided with naoa 
bulbs working as voltage stabilisers; a normal counter has 10 to 12 of 
them. Pressler AG, in cooperation tilth the GlixnriLompen AG in Oharweias- 
baeh, is producing neon bulbs, mainly of snail sice, for this purpose. 
Sora are exported to western Germany, and it is reported that Gottingen 
University recently received a snail shipment. 


3, The use of neon bulbs as voltage stabilisers ie mainly based on the 
fact that the voltage produced in Gereany and Russia is hard to keep 
constant when used in connection with Geiger counters. Constant vol- 
tage could also be produced Tilth batteries (secumlators): tat. since 
lead is a very scarce item in Russia, the Russians and Germans have 
been using neon bulbs. Their use goes beck to the fact that a neon 
balb working with normal cathode drop (i.e.. if the cathode is not 
entirely covered by the glow light) lias a voltaryj drop which Is 
largely independent of the current. Tfce use of mo® bulbs for rur- 
poses <■? voltage stabilization was introduced in Germany by Gefften 
and Richter around 1919. They are used in Germany and Russia, ae 
in the United States, in connection with Geiger counters for the pur- 
pose of rendering visible the fraction of impulses transferred by the 
scaler frees the Geiger tube to the mechanical counter. Because of the 
above mentioned reasons, and under the present conditions, their use 
as voltage stabilisers in Germany and Russia is of importance. 
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